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SUBJECT: RECALL OF MISLABELED FROZEN PLASMA (HUMAN) 

1. FDA ADVISES THAT CONSOLIDATED PHARMACEUTICALS, 169 N.W. 
FIFTH STREET, MIAMI, FLORIDA IS RECALLING FROZEN PLASMA IN 
PLASTIC BAGS LABELED IN PART "SOURCE PLASMA (HUMAN) NORMAL 
BLOOD — DONOR VOLUME - CAUTION FOR FURTHER MANUFACTURING 
ONLY - HAA CEP NEGATIVE - CONSOLIDATED PHARMACEUTICALS, 

INC." AN ADDITIONAL LABEL MAY OR MAY NOT APPEAR TO INDICATE 
NAME OF FACILITY THAT COLLECTED AND PROCESSED THE UNITS. 

2. REASON FOR RECALL: RECALLED LOT NUMBERS ARE HAA POSITIVE 
BUT LABELED HAA NEGATIVE. PRODUCT IS USED IN THE MANUFACTURE 
OF BIOLOGICALS. RECALL IS TO THE MANUFACTURING LEVEL. 

3. LOT NUMBERS INVOLVED: A1 1 104, A1 1021, A12785, A12163, 

A12311, A 12269, A11490, A11354, A11479, A11956, A11668, 

A11237, B6959, D1944, D3033, D1903, D3011. D1890, D1964, 

D3006, D3013, D1813, D1872, A9670, A9628, A9659, A10047, 

A10707, A10723, A10790, C4756, C4616, C4471, C4955, C4436, 

C5146, B4331, B4408, B4684, B4616, B4128, B4116, B4088, 

B4098, B4260, B4306, B4909, B4725, B4756, B6297, B7129, 

A 12234, B2545, B3296, B4099, B6651, B6950, B7368, B4142, 
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COLLECTION STATION). 

4. THE ABOVE POSITIVE UNITS WERE SHIPPED BETWEEN NOVEMBER 
20, 1973 AND FEBRUARY 15, 1974 TO VIRILDA PRODUCTS, INC., 

C/O AIR SEFO, ZURICH AIRPORT, ZURICH, SWITZERLAND AMONG 
OTHER FOREIGN CONSIGNEES. CONSOLIDATED PHARMACEUTICALS 
LEARNED OF COMPLAINT FROM IMMUNO, VIENNA, AUSTRIA. 

5. POST REQUESTED TO DETERMINE IF CONSIGNEE IS FULLY 
CONVERSANT WITH RECALL. KISSINGER 
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